Clean Energy Future Committee Meeting Agenda 

August 8, 2019 

2:00-3:00 p.m. 

Arlington Town Hall Annex, Second Floor Conference Room (Town Manager's Office) 


Update and Discussion on Greenhouse Gas Inventory Methodology with MAPC and DNV GL 
(this is the only agenda item for this meeting) 


